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YOUR HEARING HEALTH CARE PROGRAM FOR LIFE 
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CUSTOM HEARING RISK-FREE 60-DAY TRIAL CONTINUOUS GREAT PRICES ON 


SOLUTIONS CARE HEARING AIDS 
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best fits your lifestyle and completely satisfied. No care, 2 years free W(olUm-X=1 me)amal=t-lalalcar-lie 
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ACCESSING YOUR DISCOUNT 


IS AS EASY AS... 
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Call Amplifon at 1-888-402-1394 We'll explain the Amplifon We'll send information to you 
and we'll find a provider near you process and help you schedule an and the provider, ensuring your 
appointment discount is activated 


www.amplifonusa.com/ddma 


ADDITIONAL MONEY-SAVING OFFER! ¢50 


*Savings on top of our already discounted pricing. hea aay 
Please bring this offer with you to your appointment. I 








*Some exclusions apply. Limited to one-time claim for loss and damage. Deductibles may apply. 


Hearing services are administered by Amplifon Hearing Health Care, Corp. Amplifon Hearing Health Care is solely responsible for the administration of hearing health 
care services, and its own financial and contractual obligations. Delta Dental of Massachusetts and Amplifon are independent, unaffiliated companies. 


Delta Dental of Massachusetts is an Independent Licensee of the Delta Dental Plans Association. ®Registered Marks of the Delta Dental Plans Association. 


The plan is not insurance coverage and does not meet the minimum creditable coverage requirements under the 
Affordable Care Act or Massachusetts M.G.L. c. 111M and 956 CMR 5.00. 
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